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2 February 1959 


Headquarters Approval No. 59<1 
Change Order No. 1 


i. ee nne ae ee a ed 


July 1958, DPs-2181 y amended to read as follows 


I ean aay gaa eee tg ae 


pe at Btuards Afr Perce Dues far 
the period 1 July 1953 through 31 


2. Paragraph 2 of the above referenced approval remains as originally 


written but applies to the revised period only. 


_ to gaterate requirenents for Test Site aupport for Project woek orig, 


The following individuals are authorized for FOC requirements. 


Re aacaecae i 
be 


4, These authorized individuals will tesue eoutract 


which will stipulate the work to be performed, the the agproximte length 


Director of Materfel ~ 
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